ADDENDUM 

16-Minute Digital Recorder 
63-1109 

After removing the battery insulation 
strip, your recorder takes about 45 
seconds to initialize. The Initialize 
icon appears when initialization is 
complete. Wait 10 seconds. The 
Ready icon appears, indicating your 
recorder is ready for use. 
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